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MIAMI    SHORES  PRESB> 

Miamr  Shores,  Florida 

The  Reverend  Dr.  J.  Calvin  Rose,  miffTs?fiSf-        .  ^ 

The  chancel  area  as  viewed  frofri  the  nave.  The  f- 
great  chancel  cross  is  suspended  ovef 'the '.  com-  to" 
munion  table  by  six  fine  chains  dnd  casts  a  ..);v\/in  /% 
reflection  on  the  chancel  vi^alls  behifKJ.  "^h'e;  faceted'  |^ 
glass  windows  above  transform  sui^l^gJi^JJjp^'a  = 
shimmering  cascade  of/color.  '  — 
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Photography — Jay  Spencer  &  chris  christensen 
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